Shots 


Poster Exhibit B, 19 H 769 , is described in the table of contents 

as "Photograph of a manhole cover on Elm Street in Dallas indicating 

the point at which it was allegedly struck by a bullet." fima Above 
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this picture on p.76# is a hand sketch which marks the location of 

Ovef 

this storm sewer cover as under the Triple HMsspasa on Elm Street. 


